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A tNatal of 5163 international, samples were received for testing in 
1988, a increase over th^-^otal of 5073 samples received in 1987. The 
largest inciygase (33%) wa«^seen in the number of developmental samples 
received in 19^Bh Ttoutdne monthly production samples (those reported under 
a Test #) increased 23%. Decreases were noted for non-routine samples 
submitted by ttg, product development and export (20%) and incoming material 
evaluation samples (82%). A summary of the 1986-198B international activity 
for the Cigarette Testing Services Division is reported in the attached 
tables. 



PM3000858397 


Source; https://www.industrydocuments.ucsf.edu/docs/kfpk0001 



